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Acme Coppersmithing and Machine Co. 


Po .U,sbex 82 
Oreland, Pennsylvania 


C. BH. Barnhill Co. 
Ps 0. Bex 2045 
Portland, Oregon 


Bowen Engineering, Inc. 
North Branch 2, New Jersey 


Drying and Concentrating Co. 
432 South Michigan Ave. 
Chicago, Illinois 


Instant Drying Corp. 
104 Hast 41st St. 
New York, N. Y. 


Mojonnier Bros. Co. 
4601 West Ohio St. 
Chicago 44, Illinois 


Albany 6, California 


PARTIAL LIST OF MANUFACTURERS OF SPRAY pararsi/ 


Perkins Dryer Co., Inc. 
125 North Dearborn St, 
Chicago, Illinois 


Project Construction Co. 
cE Pub ton, Se, 
New York, N. Y. 


Research Equipment Engineers 
Bayshore 1, New York 


Suffern & Hyde, Inc. 
So Craven St. 
Niew York, N. Y. 


Swenson Evaporator Co. 
15613 Lathrop Ave. 
Harvey, Illinois 


Western Precipitation Corp. 
1010 West 9th St. 
Los Angeles, Calif. 


1/ Inclusion of any name on this list does not imply a 
recommendation by the Department of Agriculture. The 
names of manufacturers have been taken from standard 
reference souxces such as Thomas! Register of American 
Manufacturers and the Chemical Sngineering Catalogue. 
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